‘SECTION 5400 






COOL, LIGHTWEIGHT, EASY-HANDLING 


Ungar...developers of the industry’s first miniature, low wattage, high tem- 
perature, pencil type iron...now brings you the ultimate in time-saving, 


money-saving soldering irons. 
NEW 100 WATT 


“Long Life’’ Interchangeable Heat Cartridgés. 





INTERCHANGEABLE CORD SETS 
2-wire or grounded 3-wire 


PERMA COOL COLORED HANDLES 





#6207 100 Watt (850-1150°F temp. range). 1 to 9 each $5.97 
#6203 60 Watt (850-1050°F temp. range). 1 to 9 each $4.06 
#6200 40 Watt (750-950°F temp. range). 1 to 9 each $3.58 
#6201 30 Watt (650-850°F temp. range). 1 to 9 each $3.58 
#6202 25 Watt (600-800°F temp. range). 1 to 9 each $3.58 
#6206 15 Watt (700-750°F temp. range). 1 to 9 each $3.58 





ete turquoise, beige, ivory, and 


blac 1 to 9 each $1.28 #6102 2-wire. 1 to 9 each $1.50 


#6103 Grounded NEMA. 
1 to 9 each $2.46 
*Note: Designate color for handles and cord sets by adding suffice (—1 for turquoise, —2 for 


beige, —3 for ivory, —5 for black). 


IMPERIAL 
MINI-TIP. 
Thread-on soldering tips 


All easy-thread tips are com- 
pletely interchangeable. 





#6304 Micro-Chisel, Iron 
Clad, Gold Plated (24 kt.) 
3/64 x 4% ~=1 to 9 each $.89 





#6305 Micro-Spade, Iron 
Clad, Gold Plated (24 kt.) 
3/64 x 4% = 1 to 9 each $.89 





#6482 Micro-Spade, Stepped, 
Iron Clad, Gold Plated (24 kt.) 
3/64 x ¥2 1 to 9 each $.89 





#6481 Tapered Screwdriver, 
Iron Clad, Gold Plated (24 kt.) 
3% x 3/32. 1 to 9 each $.89 





#6312 Pencil, Rugged Cop- 
per Alloy, 4x %4 
1 to 9 each $.36 





#6313 Pencil, lron Clad, Gold 
Plated (24 kt.) 4x %4 
1 to 9 each $.89 





#6316 Pencil, Offset, Iron 
Clad, Gold Plated (24 kt.) 
1 to 9 each $.89 








#6318 Long Taper Chisel, 


Rugged Copper Alloy, 4x %4 
1 to 9 each $.36 





#6319 Long Taper Chisel, 
lron Clad, Gold Plated (24 kt.) 
Vex % 1 to 9 each $.89 





#6324 Long Taper Pyramid, 
Rugged Copper Alloy, 14x34 
1 to 9 each $.36 





#6325 Long Taper Pyramid, 
Iron Clad, Gold Plated (24 kt.) 
Vex % 1 to 9 each $.89 





#6331 Screwdriver, Iron 
Clad, Gold Plated (24 kt.) 
Vex % 1 to 9 each $.89 


<a 


#6333 Needle, Iron Clad, 
Gold Plated (24 kt.) 4%x 3% 


1 to 9 each $.89 





#6336 Spade, Iron Clad, Gold 
Plated (24 kt.) 4 x 34 
1 to 9 each $.89 





#6366 ong Taper Chisel, 
lron Clad, Gold Plated (24 kt.) 
3/16 x a 1 to 9 each $1.04 





#6368 Long Taper Pyramid, 
Rugged Copper Alloy, 
3/16 x % 1 to 9 each $.44 





#6372 Screwdriver, ltron 
Clad, Gold Plated (24 kt.) 


3/16 xX 3% 1 to 9 each $1.04 


= 


#6373 Slotted Tip, Rugged 
Copper Alloy, 3/16 x %4 


1 to 9 each $.89 


#6390 Screwdriver, Iron 
Clad, Gold Plated (24 kt.) 
3/16 x 14% 1 to S each $1.04 


#6424 Long Taper Chisel, 
lron Clad, Gold Plated (24 kt.) 
%4x% 1 to 9 each $1.06 


#6473 Long Taper Chisel, 
Rugged Copper Alloy, 3% x %4 
1 to 9 each $.45 


#6474 Long Taper Chisel, 
Iron Clad, Gold Plated (24 kt.) 
¥ex% 1 to 9 each $1.25 








Specially Designed 
IMPERIAL HOLDER 


Protects iron, keeps it safely out 
of the way. Black with gold cage 
guard and heat sink. #6800. 


1 to 9 each $1.60 








New heavy duty tips. 
#6500 Long taper chisel, Tel- 
lurium Copper, Iron Clad, Gold 


Plated. 1 to 9 each $2.15 


#6520 Long taper chisel, Tel- 
lurium Copper. ° 

Use above tips only with #6207 
Cartridge. 1 to 9 each $1.04 


NEW MICRO-TIPS 
Thread-on soldering tips 


For use with Imperial 
15 watt cartridges only. 


©) 


#6550 Tapered Screwdriver, 
lron Clad, Gold Plated 
(24 kt.) .040 x .40 

1 to 9 each $1.04 





#6551 Stepped Spade, Iron 
Clad, Gold Plated (24 kt.) 
.050 x .40 1 to 9 each $1.04 





#6553 Stepped Chisel, Iron 
Clad, Gold Plated (24 kt.) 
.050 x .40 1to9 each $1.04 ~ 





#6554 Stepped Pencil, Iron 
Clad, Gold Plated (25 kt.) 
.050 x .40 1 to 9 each $1.04 


NEW.. .FOR MICROSCOPIC 
ASSEMBLY 





#6391 Precision Point, Tellurium 
Copper. .770 L. x .125 D. stepped 
to .090 D., ground and honed to 
005 P. | 1 to 9 each $.64 


#6392 Precision Point, Tellurium 
Copper, Iron Clad, Gold Plated (24 
kt.). .770 -L. x*.135 D. stepped to 
.098 D., ground and honed to .010 P. 


1 to 9 each $1.35 


ALL ABOVE PRICES ARE USER NET. PRICES ARE SUBJECT TO CHANGE WITHOUT NOTICE. 
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New UNGAR HEATING UNITS AND 





UNGAR. _ ‘THREAD-ON TIPS for Hi-Speed Repeat Soldering ee : 
_ fast, safe o—o New?777"CLEANROOM“ 
 De- Soldering #PL 113 CHISEL TIP. 16” x 34” Soldering Handle 
Tips #537 Hi- Speed Heating Unit — iron clad, Silver Plated. : 
| . | 600° to 650°F — 231 Watts 1 to 9 each $.63 
For use with #4045 Heat- 1 to. 9 each $1.45 #113 Plain Copper.1 to 9 each $.29 
= tng Unit. os ‘#1237 Hi-Speed Heating Unit— 
if #956 '5/8” 750°-800°F. 37¥2 Watts = ©) 
Cup Tip 1 to 9 each $1.58 


1 to 9 each $.68 


#855 3/4” 
Cup Tip 


1 to 9 each $.68 


#8541” 
Cup Tip 


#4037 Hi- Speed Heating Unit — 
~850°-900°F. 4712 Watts. 

1 to 9 each $2.65 
#PL 111 PENCIL TIP. 1” x 3%” 


iron clad, Silver Plated. 
1 to 9 each $.63 


#PL 114 Stepped Micro-Spade, 
Iron Clad, Silver Plated 
~ 1 to 9 each $.63 


==> 


#116 5/16” Pyramid, Rugged 
Copper Alloy 1 to 9 each $.29 
#PL 116 5/16” Pyramid, Iron 
Clad, Silver Plated 1 to 9 each $.63 





“CLEAN ROOM” GRIP « STAINLESS STEEL 
HEAT REFLECTOR « FULL-CONTACT 
SPRING SOCKET, NO TIP WOBBLE * 
HANDLE IN PASTEL COLOR « NEW POLY- 
VINYL INSULATED CORD + OCTAGON 
SHAPE GUARD WASHER 


1 to 9 each $1.53 


1 to 9 each $.68 #111 Plain Copper 1 to 9 each $.29 


UNGAR TIPLET Soldering — 


tor Heating Units shown below 


800 Series TIPLETS fits Ungar #4045 heating unit only. 
=> 


#858 
Bar Tip 
1 to 9 each $.68 


? #862 Offset 
Slotted Tip 
1 to 9 each $.68 
#857. 
" Slotted Tip 
a 1 to 9 each $.68 





#PL 331 Pencil Tip. 8” x 1”, iron clad, Silver #776 SOLDERING HANDLE 


Plated. 1 to 9 each $.50 
#331 Plain Copper. 1 to 9 each $.19 


#PL 332 Pencil Offset. 4%” x 1”, iron clad, 
Silver Plated. 1 to 9 each $.50 


#332 Plain Copper. 1 to 9 each $.19 


#PL 333 Chisel, Long Taper. 1%” x 1”, 
clad, Silver Plated. 1 to 9 each $.50 


#333 Plain Copper. 1 to 9 each $.19 


Ungar’s red handle with cork grip. 
Same features as above. 


iron 





; DS Ce #PL 338 Tapered Needle. \,” x 134”, iron 
GY cube Tip | clad. Silver Plated. 1 to 9 each $.50 
\8) 1 to 9 each $.68 = #PL 340 Micro-Needle. %”x34”, 1 to 9 each $1.35 


for microscopic soldering, iron 
clad, Silver Plated—Actual size. 
1 to 9 each $.50 





#7154 Stepped Pencil, %.” pencil tip. tron New...Special Purpose 







Clad, silver plated. Fits #535, 1235, and 
cr 4035. 1 to 9 each $.50 Tiplets 
Lie 
#7155 Stepped Chisel, \%.” chisel tip. Iron tm 


clad, silver plated. Fits #535, 1235 and 
4035. 1 to 9 each $.50 






#7012 Precision Point, Cadmium Copper. 
770 L. x .125 D. stepped to .090 D., ground 


a 
#PL 833 Chisel, Long Taper. %,” x ae , iron 
and honed_.to .005 P. 1 to 9 each $.50 


clad. Silver Plated. 1 to 9 each $.8 


#PL 834 Chisel, Long Taper, oe Kel” xX 
7 . 134”, iron clad, Silver Plated. 1 to 9 each $.83 


#PL 823 Pyramid, %.” x 1”, iron clad, Silver 





#7062 Precision Point, Cadmium Copper, 


fice BS ge 
270 UNGAR De-Solder- 
. Gore Iron Clad, Silver Plated. .770 L. x 135 D. 


ing Kit. oe Plated. 1 to 9 each $.55 

, . . tepped to .098 D., ground and honed to 
Complete, 7 pieces in- . 5 
cluding handle, Heating. #623 Plain Copper. 1 to 9 each $.19 aE 1 to 9 each $1.00 
Unit #4045 and five De- #PL 824 Chisel, Long Taper. %,” x a iron 
Soldering: Tins in’ metal Ce | clad. Silver Plated. 1 to 9 each $.5 


#824 Plain Copper. 1 to 9 each $. e 


case. 1 to 9 each $6.60 





CHISEL TIP CHISEL TIP THREAD-IN HEATING UNITS 
TIP LONG TAPER PAI SHORT TAPER 
TEMPERATURES GE [( caver | == (2 (—= ae 





















850° to 


— 1000° F. 
#4000 Super 
Hi-Heat Series 
47-1/2 Watt 





#4035 Steel body, nickel 
plated. For use with 300 
Series Tiplets. #4045. For 
use with 800 Series Tiplets. 
ABOVE 1 to 9 each $2.65 



























#4036 Tip 1-1/8” long, 3/8” 
diameter. Copper, iron clad, 


silver plated. 
1 to 9 each $2.65 


#4039 Tip 1-1/8” long, 3/8” 
diameter. Copper, iron clad, 
silver plated. 

1 to 9 each $2.65 


#4033 Tip 1-5/8” long, 1/4” 
wide. New copper alloy, iron 
clad, silver plated. 

1 to 9 each $2.65 
































#1235 3712 watt. Hi-Tem- 
perature steel body specially 
treated for corrosion resist- 
ance. 1 to 9 each $1.53 









750° to 


g00° F. 
#1200 Hi-Heat 
Series 37-1/2 Watt 








#1236 Tip 1-1/8” long, 
5/16” diameter. Pure solid 
Armco iron, silver plated. 

1 to 9 each $1.53 








#1239 Tip 1-1/8” long, 3/8” 
diameter. Pure solid Armco 


iron, silver plated. 
1 to 9 each $1.53 


#1233 Tip 1-5/8” long, 1/4” 
wide. Copper, unplated. 
1 to 9 each $1.53 







650° to 
750° F. 


#500 Standard 
Series 23-1/2 Watt 


#535 2312 watt. Hi-Temper- 
ature steel body specially 
treated for corrosion resist- 
ance. 1 to 9 each $1.27 


#539 Tip 1-1/8” long, 5/16” 
diameter. Copper, unplated. 
1 to 9 each $1.27 


#536 Tip 1-1/8” long, 5/16” 
diameter. Copper, unplated. | 
1 to 9 each $1.27 


#533 Tip 1-5/8” long, 3/16” 
wide. Copper, unplated. 
1 to 9 each $1.27 


ALL ABOVE PRICES ARE USER NET. | 
PRICES ARE SUBJECT TO CHANGE WITHOUT NOTICE. 
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NEW for MiCROelectronic soldering 


UNGAR Electric Tools, alert to the changing profile of the electronic industry, 
introduces Princess, a completely new miniature soldering iron. 


HANDLES SD 

Turquoise, molded of heat resistant ABS. Two and three conductor cords are 
flexible, vinyl covered. Rated 120V AC-DC. 

#6902—Two wire handle. U.L: listed 1 to 9 each $2.45 


#6903—Three wire handle with molded NEMA plug. 1 to 9 each $3.12 


HEAT CAPSULES == 


Rated at 120V; copper alloy heating conductor is threaded to accept 1” Nibs. 
Over-all length: 314”. Extends 156” from handle. U.L. listed. 


#6906—Tip temperature from 400°F to 450°F. 6W. 1 to 9 each $2.92 
#6910—Tip temperature from 550°F to 650°F. 10W. 1 to 9 each $2.92 
#6915—Tip temperature from 700°F to 800°F_ 15W. 1 to 9 each $2.92 
#6918—Tip temperature from 900°F to 1000°F. 18W. 1 to 9 each $2.92 





SOLDERING NIBS 


Copper alloy; also in iron clad, gold plated (24K). Threaded (14) to fit 
PRINCESS. Heat Capsules. 


#6950—Pencil Nib. Cad. copper, .61”L. stepped to .080” D. x .015” P. 1 to 
9 each $.33 (==> 


#6960—Iron clad, gold plated. Same as #6950. 1 to 9 each $.59 
#6951—Screwdriver Nib. Cad. copper, .68” L. stepped to .080” D. x .055” P. 


1 to 9 each $.33 {fr 


#6961—Iron clad, gold plated. Same as #6951. 1 to 9 each $.59 
#6952—Spade Nib. Cad. copper, 61” L. stepped to .080” D. with 45° ae 


tip. 1 to 9 each $.33 [===> 


#6962—Iron clad, gold plated. Same as #6952. 1 to 9 each $.59 
#6953—Precision Point Nib. Cad. copper, .61” L. stepped to .080” D. x .005” 


P. 1 to 9 each $.50 {== 


#6963—Iron clad, gold plated. Same as #6953. 1 to 9 each $1.00 


#8001 ANTI-SEIZE 


14 0z. tube 

New Ungar Anti-Seize guards 
against ‘‘freezing.”’ 

1 to 9 each $.55 


#8000 SOLDERING IRON HOLDER: 


Exclusive Ungar 

double safety guard 
protects operator against 
accidental burns and 
protects iron against 
breakage. Individually 
boxed. 1 to 9 each 


$1.70 #4025 HOT-KNIFE 


(om SE 


Includes a 471 Watt Heating Unit with collet 
closure and one stainless steel blade. Individ- 
ually bubble packaged. Blade temperature 
500°F. Can be used in either Ungar’s Red 
Standard Line Handle #776 or the new Clean- 
Room Handle #777. 1 to 9 each $3.00. 


| #6825 DE-SOLDERING ATTACHMENT 


Fits 25, 30, 40 and 60-Watt 
Imperial Heat Cartridges. 
Vacuum action lifts solder 
from board. Coating on tip 
and metal parts prevents 
solder from sticking or 
clogging. See replacement 
tips above. 1 to 9 eachi$7.77 


$< 


PRINCESS HOLDER 


#6990—Base and sponge holder molded of 
thermoset plastic. Stainless steel cage 
mounted on a swivel. Equipped with spe- 
cially processed sponge. 1 to 9 each $2.50 





#6991—Refill sponge. 1 to 9 each $.40 


-PRE-ASSEMBLED PACKAGED COMBINATIONS 


#6975—Assembled and Packaged Princess Soldering Iron. Consists of the 
following parts: 


(1) One #6902 Handle, Two-Wire 
(2) One #6910 10-Watt Heat Capsule 


(3) One each of the following Princess copper Soldering Nibs: 
#6950—Pencil 
#6951—Screwdriver 
#6952—Spade 1 to 9 each $5.99 


#6900—Princess Packaged Soldering Station. Consists of the following units: 
A complete assembled iron consisting of: 


One #6902 Handle, Two-Wire 

One #6910 10-Watt Head Capsule 
One #6950 Pencil Copper Nib 

One #6951 Screwdriver, Copper Nib 
One #6952 Spade Copper Nib 


One #6990 Princess Soldering Iron Holder, equipped with one (1) #6991 
Sponge 1 to 9 each $7.99 


#7800 HOT-VAC 
DE-SOLDERING TOOL 


Vacuum action lifts solder from 
board. Coating on tip and metal 
parts prevents solder from 


KLEEN-TIP SPONGE 


Removes oxidation, 
doubles life of tips. 
#400 with tray. 

1 to 9 each $1.00. 
#455 refill sponges 
1 to 9 each $.40 


sticking or clogging. 
1 to 9 each $9.95 


NEW [> 


Replacement tips for Hot-Vac and #6825 
#7812 Hole Dia. .033 ... 
#7813 Hole Dia. .069 ... 
#7806 Hole Dia. .057 ... 


.1 to 9 each $.65 
.1 to 9 each $.65 
.1 to 9 each $.65 


#7805 SOLDER-OFF 


_Ungar’s de-soldering bulb with a 
TFE tip for safe, easy removal of 
components from printed circuit 

boards. 1 to 9 each $1.10. 


ALL ABOVE PRICES ARE USER NET. PRICES ARE SUBJECT TO CHANGE WITHOUT NOTICE. 
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